Register  of  Officers 

CONNECTICUT  HOME  GUARD 
November  15,  1917 


HEADQUARTERS 

CONNECTICUT  HOME  GUARD 

General  Orders.  )  TT    ±,     ,  ,r 

No  33  /  Hartford,  November  15,  19 17. 

1.  The  following  REGISTER  OF  OFFICERS  OF  THE 
CONNECTICUT  HOME  GUARD  in  the  active  force  or  first 
line,  giving  the  names  and  rank  respectively  of  those  who  have 
been  permanently  appointed  and  also  the  names  and  rank  respec- 
tively of  officers  of  the  organized  Reserve  companies,  who  are  in 
service  on  November  15,  1917,  and  those  hereby  permanently  ap- 
pointed, is  published  for  the  information  and  guidance  of  all 
concerned. 

2.  Before  November  1,  1917,  15,561  men  had  been  enlisted  in 
the  Connecticut  Home  Guard.  Of  these,  2,070  have  been  dis- 
charged or  rejected.  Of  the  remainder,  660  officers  and  9,315 
men  have  been  organized  and  are  now  serving  in  the  active  force 
or  first  line  in  some  unit  indicated  in  the  following  Register,  and 
2,020  men  have  been  placed  and  are  serving  in  companies  of  the 
Reserve.  In  the  unorganized  Reserve,  there  are  1,682  men,  who 
are  connected  with  some  organization  of  the  active  force  or  first 
line  and  liable  at  any  time  to  be  called  to  duty. 

3.  On  November  1,  1917,  there  were  in  the  active  force  or  first 
line  129  companies  and  5  platoons  of  infantry,  6  supply  companies, 
5  ambulance  companies,  4  bands,  3  sanitary  detachments,  1  troop 
and  1  platoon  of  cavalry,  4  transport  companies  and  1  transport 
battalion  of  seven  platoons,  5  machine  gun  companies  and  3 
machine  gun  platoons,  a  naval  battalion  of  2  divisions,  and  an 
engineer  corps.  In  the  Reserve  there  are  19  companies  and  1 
platoon  of  infantry,  organized  and  drilling. 

4.  All  the  units  of  the  active  force  or  first  line  have  been  nearly 
completely  uniformed,  armed  and  equipped  properly,  and  a  sufficient 
supply  of  suitable  ammunition  has  been  procured  for  use  in  target 
practice  or  in  emergency.  A  few  of  these  units,  both  in  the 
active  force  or  first  line  and  in  the  Reserve  have  provided  a  part 
of  their  equipment  at  their  own  expense. 
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HEADQUARTERS 

Major  General  Lucien  F.  Burpee,  Commanding  Connec- 
ticut Home  Guard. 

PERSONAL  STAFF 
Rear-Admiral  William   S.   Cowles,   U.   S.   N.,  retired, 
Naval  Aide; 

Colonel  Calvin  D.  Cowles,  U.  S.  A.,  retired,  Inspector- 
Instructor. 

STAFF 

Chief  of  Staff,  Brigadier  General  Edward  Schulze ; 
Adjutant  General,  Lieutenant-Colonel  J.  Moss  Ives; 
Inspector,  Lieutenant-Colonel  Benedict  M.  Holden; 
Chief  Surgeon,  Colonel  Phineas  H.  Ingalls; 
Chief    Quartermaster,    Lieutenant-Colonel    Charles  E. 
Smith ; 

Chief    of    Railroad   Transportation,  Lieutenant-Colonel 

Edward  G.  Buckland ; 
Paymaster,  Maior  John  K.  Bissland : 
Inspector   of   Small   Arms    Practice,   Major   Edgar  J. 

Taylor ; 

Assistant  to  the  Chief  of  Railroad  Transportation,  Cap- 
tain Richard  Hackett. 


FIRST  MILITARY  DISTRICT. 

District  Commander.  Colonel  Charles  W.  Burpee 

District  Adjutant,  Captain  J.  PI.  Kelso  Davis 

District  Quartermaster,  Captain  Frederick  W.  Prince 

District  Inspector,  Captain  Charles  C.  Bryant 

District  Surseon,  Major  Frederick  T.  Simpson 

District  Intelligence  Officer,  Captain  Clifford  D.  Cheney 

FIRST  REGIMENT,  C.  H.  G. 

Colonel  Charles  W.  Burpee 
Lieutenant-Colonel  John  J.  McMahon 
Adjutant,  Captain  J.  H.  Kelso  Davis 
Quartermaster,  Captain  Frederick  W.  Prince 
Chaplain,  Captain  Albert  C.  Dieffenbach 
Inspector  Small  Arms  Practice,  Captain  Robert  F.  Gadd 
Intelligence  Officer,  First  Lieutenant  Morris  Penrose 
Surgeon,  Major  Emmett  J.  Lyman 
Assistant  Surgeon,  Captain  Joseph  E.  Root 
Assistant  Quartermaster  (Supply  Company),  First  Lieu- 
tenant William  Coe  Bill 

FIRST  BATTALION 
Major  Arthur  H.  Bronson 
Adjutant,  First  Lieutenant  Paul  W.  Messinger 
Assistant  Surgeon,  First  Lieutenant  Charles  C.  Beach 

Company  B,  Hartford 
Captain  John  J.  Grady 
First  Lieutenant  Francis  Parsons 
Second  Lieutenant  Charles  W.  Jaynes 

Company  D,  Hartford 
Captain  H.  Grant  Bailey 
First  Lieutenant  William  H.  Talcott 
Second  Lieutenant  Herbert  S.  King 
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Company  F,  South  Manchester 

Captain  Richard  G.  Rich 

First  Lieutenant  E.  Martin  Ogden 

Second  Lieutenant  Harry  W.  Keeney 

Company  E,  East  Hartford 
Captain  Lewis  B.  Comstock 
First  Lieutenant  Charles  A.  Clark 
Second  Lieutenant  Harry  S.  Stengle 

SECOND  BATTALION 
Major  Frank  E.  Shea 

Adjutant,  First  Lieutenant  John  J.  Grogan 

Assistant  Surgeon,  First  Lieutenant  William  Armstrong 

Company  A,  Hartford 
Captain  Frederick  A.  Seidler 
First  Lieutenant  Herbert  A.  Ross 
Second  Lieutenant  Thomas  J.  Halliday 

Company  C,  Hartford 
Captain  Patrick  J.  Cosgrove 
First  Lieutenant  Thomas  F.  Mullins,  Jr. 
Second  Lieutenant  E.  Dana  Willis 

Company  G,  Windsor  Locks 
Captain  Verdine  L.  Mather 
First  Lieutenant  John  J.  Burke 
Second  Lieutenant  Harry  H.  Smith 

Company  K,  Simsbury 
Captain  Jonathan  E.  Eno 
First  Lieutenant  George  E.  Pattison 
Second  Lieutenant  Harry  E.  Ellsworth 

THIRD  BATTALION 
Major  Ernest  E.  Merrill 

Adjutant,  First  Lieutenant  Edmund  J.  Cafferty 
Assistant  Surgeon,  First  Lieutenant  Benedict  N.  Whipple 

Company  H,  New  Britain 
Captain  Samuel  E.  Magson 
First  Lieutenant  Frank  L.  Traut 
Second  Lieutenant  Burton  C.  Morey 

Company  I,  Plainville 
Captain  John  H.  Trumbull 
First  Lieutenant  Peter  F.  Duffy 
Second  Lieutenant  Stanley  S.  Gwillam 

Company  L,  Bristol 
Captain  Ray  K.  Linsley 
First  Lieutenant  William  J.  Malone 
Second  Lieutenant  Edward  Ingraham 

Company  M,  New  Britain 
Captain  Frank  H.  Johnston 
First  Lieutenant  William  H.  Spittler 
Second  Lieutenant  Walter  L.  Williams 
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First  District  Ambulance  Company 
Captain  Wilfred  C.  Allen 
First  Lieutenant  Stuart  E.  Phelps 
First  Lieutenant  James  W.  Ward 
First  Lieutenant  James  H.  Biram 
First  Lieutenant 

First  Regiment  Supply  Company 
First  Lieutenant  William  Coe  Bill 

SEPARATE  ORGANIZATIONS 
BATTALION  A 
Major  Clarence  A.  Woodruff 

Battalion  Adjutant,  First  Lieutenant  Alexander  Harper 
Assistant  Surgeon,  First  Lieutenant 

Southington  Company 
Captain  George  E.  Westerberg 
First  Lieutenant  Albert  R.  DeCormier 
Second  Lieutenant  John  J.  Miller 

Berlin  Company 

Captain  George  C.  Beckett 
First  Lieutenant  Edgar  C.  Ives 
Second  Lieutenant  Edgar  R.  Carter 

Granby  Company 
Captain  James  Lee  Loomis 
First  Lieutenant  Fred  H.  Kendall 
Second  Lieutenant  Philip  E.  Devnew 

Bristol  Company 
Captain  George  E.  Cockings 
First  Lieutenant  William  B.  Jones 
Second  Lieutenant  Clayton  C.  Girard 

BATTALION  B 
Major  Lawrence  Johnson 
Battalion  Adjutant,  First  Lieutenant 
Assistant  Surgeon,  First  Lieutenant  William  A.  Ackroyd 

Collinsville  Company 
Captain  Adam  H.  Brucker 
First  Lieutenant  Fred  A.  Widen 
Second  Lieutenant  Clement  J.  Beauchemin 

Farmington  Company 
Captain  Herbert  Knox  Smith 
First  Lieutenant 

Second  Lieutenant  Frank  W.  Leopard 

Unionville  Company 
Captain  George  FI.  Jenkins 
First  Lieutenant  John  B.  Campion 
Second  Lieutenant  Eugene  C.  Heacox 

West  Hartford  Company 
Captain   Oliver  R.  Beckwith 
First  Lieutenant  William  J.  Craig 
Second  Lieutenant  Henry  J.  Zweygartt 
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BATTALION  C 
Major  Thomas  J.  Coombs 

Battalion  .Adjutant,  First  Lieutenant  Harold  G.  Hart 
Assistant  Surgeon,  First  Lieutenant 

Wethersheld  Company 
Captain  Burton  A.  Harris 
First  Lieutenant  James  L.  Noble 
Second  Lieutenant  Wilfred  W.  Savage 

Thompsonville  Company 
Captain  Patrick  J.  Rogers 
First  Lieutenant  Robert  F.  Kelly 
Second  Lieutenant  Amos  D.  Bridge 

Windsor  Company 
Captain  Henry  A.  Grimm 
First  Lieutenant  George  R.  Reed 
Second  Lieutenant  Alexander  W.  Norrie 

South  Coventry  Company 
Captain  William  A.  Wolfe 
First  Lieutenant  George  H.  Robertson 
Second  Lieutenant 


Hartford  Transport  Company 
Captain  Jacob  H.  Greene 
First  Lieutenant  Albert  S.  Cook 
Second  Lieutenant  Russell  P.  Taber 

Glastonbury  Company 
Captain  Richard  S.  Williams 
First  Lieutenant  John  L.  Foley 
Second  Lieutenant  William  Harmon  Carrier,  Jr. 

Glastonbury  Transport  Company 
Captain  Louis  W.  Ripley 
First  Lieutenant  Charles  E.  Goodrich 
Second  Lieutenant  Arthur  R.  Goodrich 

Rocky  Hill  Platoon 

First  Lieutenant  Joseph  F.  Kelley 
Second  Lieutenant  Clarence  B.  Pratt 


SECOND  MILITARY  DISTRICT. 

District  Commander,  Colonel  J.  Richard  North 
District  Adjutant,  Captain  Samuel  A.  Moyle 
District  Quartermaster,  Captain  George  H.  Scranton 
District  Intelligence  Officer,  Captain  Frederick  P.  Lewis 
District  Inspector,  Captain  Harry  C.  Ward 
District  Surgeon,  Major  Grover  C.  Sweet 
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SECOND  REGIMENT,  C.  H.  G. 
Colonel  J.  Richard  North 
Lieutenant-Colonel  Robert  H.  Kramer 
Adjutant,  Captain  Samuel  A.  Moyle 
Quartermaster,  Captain  George  H.  Scranton 
Chaplain,  Captain  Harris  E.  Starr 

Inspector    Small    Arms    Practice,    Captain    Ernest  C. 
Simpson 

Intelligence  Officer,  First  Lieutenant  Joseph  C.  Johnson 
Surgeon,  Major  E.  Reed  Whittemore 
Assistant  Surgeon,,  Captain  Robert  L.  Smith 
Assistant  Quartermaster  (Supply  Company),  First  Lieu- 
tenant Philip  F.  Amann 

FIRST  BATTALION 
Major  Carl  F.  Bollman 

Adjutant,  First  Lieutenant  Joseph  F.  Reed 

Assistant  Surgeon,  First  Lieutenant  Morris  D.  Slattery 

Company  A,  West  Haven 
Captain  Charles  H.  Edwards 
First  Lieutenant  Herman  J.  Bill 
Second  Lieutenant  Charles  G.  Chamberlain 

Company  B,  New  Haven 
Captain  George  F.  Gammons 
First  Lieutenant  Charles  G.  Morris 
Second  Lieutenant  Frank  H.  Mason 

Company  C,  New  Haven 
Captain  Henry  H.  Townsend 
First  Lieutenant  Talcott  B.  Hull,  Jr. 
Second  Lieutenant  Howard  B.  Leighton 

Company  D,  New  Haven  (Westville) 
Captain  William  H.  Hotchkiss 
First  Lieutenant  Hubert  M.  Greist 
Second  Lieutenant  John  B.  Tower 

SECOND  BATTALION 
Major  Frederick  G.  Crabb 
Adjutant,  First  Lieutenant  W.  Jerome  Gilbert 
Assistant  Surgeon,  First  Lieutenant  Charles  N.  Denison 

Company  E,  New  Haven 
Captain  Alfred  Husted 
First  Lieutenant  Charles  F.  Hagenstein 
Second  Lieutenant  James  J.  Fitzgerald 

Company  F,  New  Haven 
Captain  Nathan  B.  Fitch 
First  Lieutenant  Vernon  H.  Hodges 
Second  Lieutenant  Charles  McClelland 

Company  G,  New  Haven 
Captain  Charles  H.  Watson 
First  Lieutenant  Lisle  A.  Pierson 
Second  Lieutenant  Charles  E.  Julin 

Company  H,  Hamden 
Captain  John  O.  Shares 
First  Lieutenant  Joseph  P.  Kling 
Second  Lieutenant  Lawrence  Kling 
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THIRD  BATTALION 
Major  Frank  Pauiy 

Adjutant,  First  Lieutenant  William  B.  Callahan 
Assistant  Surgeon,  First  Lieutenant  Nicola  Mariani 

Company  I,  Orange 
Captain  Robert  J.  Woodruff 
First  Lieutenant  Alexander  O.  Coburn 
Second  Lieutenant  Willis  H.  Butrick 

Company  L,  Milford 
Captain  Charles  W.  Harrison 
First  Lieutenant  Philip  Hurley 
Second  Lieutenant  George  W.  Munson 

Company  K,  Madison 
Captain  Arthur  W.  Marsden 
First  Lieutenant  Sidney  W.  Marble 
Second  Lieutenant  John  Hepburn 

Company  M,  East  &  North  Haven 
Captain  James  P.  Redding 
First  Lieutenant  Ward  Church 
Second  Lieutenant  H.  Frederick  Day 

Second  District  Ambulance  Company 
Captain  George  H.  Joslin 
First  Lieutenant  Victor  A.  Kowalewsky 
First  Lieutenant  Francis  Foley 
First  Lieutenant  Eugene  Blake 
First  Lieutenant 

Supply  Company 
First  Lieutenant  Philip  F.  Amann 

SEPARATE  ORGANIZATIONS 
BATTALION  A 
Major  Joseph  DeCantillon 

Adjutant,   First   Lieutenant   Howard  L.  Stevenson 
Assistant  Surgeon,  First  Lieutenant  De  Forest  Lockwood 

First  Meriden  Company 
Captain  Eugene  F.  Smith 
First  Lieutenant  Harry  D.  Anderson 
Second  Lieutenant  Francis  L.  Bacon 
Second  Meriden  Company 
Captain  Lloyd  E.  Jennings 
First  Lieutenant  Peter  F.  Corcoran 
Second  Lieutenant  William  G.  Hiller 

Third  Meriden  Company 
Captain  Alfred  B.  Aubrey 
First  Lieutenant  Charles  T.  French 
Second  Lieutenant  Howard  R.  Curtiss 

Wallingford  Company- 
Captain  Charles  B.  Rhoades 
First  Lieutenant  J.  Orton  Gadd 
Second  Lieutenant 
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BATTALION  B 
Cheshire  Company 

Captain  Charles  P.  Lyman 

First  Lieutenant  Irving  M.  Guilford 

Second  Lieutenant  Drury  S.  Bristol 

Stony  Creek  Company 
Captain  James  Milne,  Jr. 
First  Lieutenant  dishing  Mudge 
Second  Lieutenant 

Guilford  Company 
Captain  Frank  M.  White 
First  Lieutenant  Daniel  J.  Sullivan 
Second  Lieutenant  E.  Chapman  Bishop 


New  Haven  Cavairy  Troop 

Captain  John  Hugo 

First  Lieutenant  John  H.  Fitzgerald 

Second  Lieutenant  Roger  S.  White,  2nd 

New  Haven  Transport  Company 
Captain  Charles  N.  Robinson 
First  Lieutenant  Clarence  B.  Dann 
Second  Lieutenant  Thomas  H.  Cox 

Meriden  Transport  Battalion 
Seven  Platoons 
Major  Frank  E.  Sands 

Adjutant,  First  Lieutenant  Edward  H.  Fennessey 

First  Lieutenant  Henry  C.  Bibeau 

First  Lieutenant  Frederick  H.  Billard 

First  Lieutenant  William  J.  Luby 

First  Lieutenant  Wilbur  F.  Parker 

First  Lieutenant  Charles   H.  Tredennick 

First  Lieutenant  Walter  Immich 

First  Lieutenant  Fred  S.  Arnold 


THIRD  MILITARY  DISTRICT 

District  Commander,  Colonel  Eugene  T.  Kirkland 
District  Adjutant,  Captain  P.  LeRoy  Harwood 
District  Quartermaster,  Captain  James  D.  Copp 
District  Intelligence  Officer,  Captain  Carey  Congdon 

THIRD  REGIMENT,  C.  H.  G. 

Colonel  Eugene  T.  Kirkland 

Lieutenant-Colonel  Percy  H.  Morgan 

Adjutant,  Captain  P.  LeRoy  Harwood 

Quartermaster,  Captain  James  D.  Copp 

Chaplain,  Captain  Albert  F.  Earnshhaw 

Inspector  of  Small  Arms  Practice,  Captain  Arthur  P. 

Woodward 
Surgeon,  Major  John  S.  Blackmar 

Assistant  Quartermaster  (Supply  Company),  First  Lieu- 
tenant Henry  Bill  Selden 
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FIRST  BATTALION 


Major  John  A.  Hagberg 

Battalion  Adjutant,  First  Lieutenant  W.  Russell  Baird 
Assistant  Surgeon,  First  Lieutenant  Robert  E.  Agnew 

Company  K,  Norwich 
Captain  Charles  A.  Hagberg 
First  Lieutenant  Stephen  Kehoe 
Second  Lieutenant  Edwin  W.  Higgins 

Company  M,  Willimantic 
Captain  Frank  P.  Fenton  \ 
First  Lieutenant  Jeremiah  McCarthy 
Second  Lieutenant  Harry  Denman 

Company  L,  Putnam 
Captain  John  J.  McGarry 
First  Lieutenant  George  P.  Challoner 
Second  Lieutenant 

Company  I,  Norwich 
Captain  Grosvenor  Ely 
First  Lieutenant  Frank  Q.  Smith 
Second  Lieutenant  Benjamin  Brewster 

SECOND  BATTALION 
Major  Charles  P.  Williams 

Battalion  Adjutant,  First  Lieutenant  Roscoe  K.  Burrows 
Assistant  Surgeon,  First  Lieutenant  Alexander  M.  Purdy 

Company  A,  Mystic 
Captain  Walter  T.  Fish 
First  Lieutenant  Walter  H.  Knight 
Second  Lieutenant  Herbert  H.  Gledhill 

Company  D,  Mystic 
Captain  Frederick  W.  Taylor 
First  Lieutenant  William  S.  Greenhalgh 
Second  Lieutenant  Thomas  Mercer 

Company  B,  Stonington 
Captain  Isaac  F.  Gavitt 
First  Lieutenant  James  P.  McCort 
Second  Lieutenant  James  H.  Stivers 

Company  C,  Pawcatuck 
Captain  Shelby  Nichols 
First  Lieutenant  Walter  Fitzgerald 
Second  Lieutenant  Daniel  S.  Harrington 

THIRD  BATTALION 
Major  Harry  H.  Walker 

Battalion  Adjutant,  First  Lieutenant  Henry  C.  Chappell 
Assistant  Surgeon,  First  Lieutenant  Edwin  C.  Chipman 

Company  H,  New  London 
Captain  Harry  Learned 
First  Lieutenant  Everett  N.  Lyon 
Second  Lieutenant  Edmund  C.  Johnson 


1) 


Company  E,  New  London 
Captain  Jeremiah  J.  Murphy 
First  Lieutenant  Joseph  F.  Fitzpatrick 
Second  Lieutenant  Harry  L.  McGuire 

Company  F,  Lyme 
Captain  Joseph  S.  Huntington 
First  Lieutenant  Frederick  W.  Shearer 
Second  Lieutenant  M.  McLean  Goldie 

Company  G,  New  London 
Captain  Joseph  N.  Lapointe 
First  Lieutenant  Milton  J.  Vreeland 
Second  Lieutenant  Frank  G.  Chadsey 

Supply  Company 
First  Lieutenant  Henry  Bill  s'elden 

SEPARATE  ORGANIZATIONS 
Montville  Company 
Captain  Charles  E.  Ramage 
First  Lieutenant  Daniel  C.  Casey 
Second  Lieutenant  William  W.  Lyman 

Danielson  Company 
Captain  Frederick  O.  Armington 
First  Lieutenant  Henry  E.  Burton 
Second  Lieutenant  Irving  W.  Davis 

Colchester  Company 
Captain  Earle  F.  Maloney 
First  Lieutenant  Albert  T.  Van  Cleve 
Second  Lieutenant  Joseph  M.  Klein 


FOURTH  MILITARY  DISTRICT 

District  Commander,  Colonel  Clifford  B.  Wilson 
District  Adjutant,  Captain  Henrv  C.  Stevenson 
District  Quartermaster,  Captain  J.  Alex.  H.  Robinson 
District  Inspector,  Captain  J.  Henry  Callahan 
District  Intelligence  Officer,  Captain  William  E.  Seeley 
District  Surgeon,  Major  Albert  E.  Austin 

FOURTH  REGIMENT,  C.  H.  G. 
Colonel  Clifford  B.  Wilson 
Lieutenant-Colonel  Stephen  P.  Cronan 
Adjutant,  Captain  Henry  C.  Stevenson 
Quartermaster,  Captain  J.  Alex.  H.  Robinson 
Chaplain,  Captain  William  Horace  Day 
Inspector    of    Small    Arms    Practice,    Captain  Donald 

Maclntyre 
Intelligence  Officer,  First  Lieutenant 
Surgeon,  Major  George  S.  Ford 

Assistant  Surgeon,  First  Lieutenant  David  M.  Trecartain 
Assistant  Quartermaster  (Supply  Company),  First  Lieu- 
tenant W.  Parker  Seeley 


10 


FIRST  BATTALION 
Major  Elias  S.  Hall,  Jr. 

Battalion  Adjutant,  First  Lieutenant  Benjamin  Stewart 
Assistant  Surgeon, 

Company  A,  Bridgeport 
Captain  Ralph  T.  Beers 
First  Lieutenant  John  H.  Van  Yorx,  Jr. 
Second  Lieutenant  Frank  L.  Wilder 

Company  B,  Bridgeport 
Captain  Arthur  H.  Buell 
First  Lieutenant  Bert  W.  Wheeler 
Second  Lieutenant  Henry  Cunliffe 

Company  C,  Bridgeport 
Captain  William  Lounsbury 
First  Lieutenant  Clarence  B.  Naramore 
Second  Lieutenant  Albert  N.  Montross 

Company  D,  Bridgeport 
Captain  Stanley  J.  Hrdina 
First  Lieutenant  Patrick  J.  Riley 
Second  Lieutenant  Edward  S.  Williams 

SECOND  BATTALION 
Major  Frederick  J.  Breckbill 
Battalion  Adjutant  Arthur  M.  Comely 
Assistant  Surgeon,  First  Lieutenant  John  W.  Wright 

Company  E,  Bridgeport 
Captain  Homer  N.  Minard 
First  Lieutenant  Arthur  E.  Fuller 
Second  Lieutenant  Carl  F.  Baron 

Company  F,  Bridgeport 
Captain  Dennis  Kelly 
First  Lieutenant  Edward  Cooper 
Second  Lieutenant  Charles  B.  Watson 

Company  G,  Bridgeport 
Captain  Sidney  J.  Dunning 
First  Lieutenant  George  F.  Goessinger 
Second  Lieutenant  Frank  E.  Fox 

Company  K,  Bridgeport 
Captain  Elmer  R.  Holmes 
First  Lieutenant  George  E.  Nothnagle,  Jr. 
Second  Lieutenant  Frank  E.  Bruce 

THIRD  BATTALION 
Major  Louis  J.  Hermann 

Battalion  Adjutant,  First  Lieutenant  Edwin  C.  Spall 
Assistant  Surgeon, 

Company  H,  Bridgeport 

Captain 

First  Lieutenant  Ralph  T.  Fairchild 
Second  Lieutenant  Edward  B.  Blaisdell 


Company  I,  Bridgeport 
Captain  Robert.  M.  Eames 
First  Lieutenant  John  K.  Williamson 
Second  Lieutenant  William  H.  Feeter 

Company  L,  Stratford 
Captain  R.  Dana  August 
First  Lieutenant  C.  Fred  Atwood 
Second  Lieutenant  Edwin  C.  Spall 

Company  M,  Fairfield 
Captain  William  E.  Smith 
First  Lieutenant  William  VonKirk 
Second  Lieutenant  H.  Weir  Roseborough 

Fourth   District   Ambulance  Company 
Captain  David  B.  Wason 

Supply  Company 
First  Lieutenant  W.  Parker  Seeley 

SEPARATE  ORGANIZATIONS 
BATTALION  A 
Major  Samuel  K.  Thomas 

Battalion  Adjutant,  First  Lieutenant  Ernest  G.  Budington 
Assistant  Surgeon, 

First  Greenwich  Company 
Captain  Frederick  G.  C.  Smith 
First  Lieutenant  William  S.  Boswell 
Second  Lieutenant  Arthur  S.  Todd 

Second  Greenwich  Company 
Captain  Allan  F.  Kitchel 
First  Lieutenant  Charles  D.  Potter 
Second  Lieutenant  Mortimer  B.  Foster 

Noroton  Company 

Captain 

First  Lieutenant  James  H.  Raymond 
Second  Lieutenant  Henry  W.  Banks,  Jr. 

Darien  Company 

Captain 

First  Lieutenant  Herbert  Wheeler 
Second  Lieutenant  Harry  Parker 

BATTALION  B 
Major  William  A.  Pratt 

Battalion  Adjutant,  First  Lieutenant  Bartow  N  Ayres 
Assistant  Surgeon  Isaiah  F.  Carroll 

First  Stamford  Company 
Captain  Walter  D.  Daskam 
First  Lieutenant  Thomas  F.  Burke 
Second  Lieutenant 

Second    Stamford  Company 
Captain  Donald  Nicoll,  Jr. 
First  Lieutenant  Edward  E.  Scoville 
Second  Lieutenant  Charles  G.  Edwards 
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Third  Stamford  Company 
Captain  George  A.  Jenkins 
First  Lieutenant  Harry  G.  Morehouse 
Second  Lieutenant  George  R.  Close 

New  Canaan  Company 
Captain  Conrad  G.  Moller 
First  Lieutenant  Charles  E.  T.  Fairty 
Second  Lieutenant  Floyd  C.  Noble 


BATTALION  C 
Major  Edward  P.  Weed 

Battalion  Adjutant,  First  Lieutenant  Henry  W  Gregory 
Assistant  Surgeon,  First  Lieutenant  ^aory 

First  Norwalk  Company 
Captain  Charles  D.  Rogers 
First  Lieutenant  Harry  L.  Sterling 
Second  Lieutenant  Charles  E.  Britto 

Second  Xorwalk  Company 
Captain  Charles  D.  Milne 
First  Lieutenant  Charles  F.  Guarnieri 
Second  Lieutenant  George  C.  Meehan 

Third  Norwalk  Company 
Captain  William  I.  Comstock 
First  Lieutenant  Howard  N.  Godfrey 
Second  Lieutenant  Percy  C.  Quintar'd 

Westport  Company 
Captain  Edward  C.  Nash 
First  Lieutenant  John  F.  Godillot 
Second  Lieutenant  Charles  E.  Cutler 


BATTALION  D 
Major  Cyrus  E.  Rvder 

Battalion  Adjutant,  First  Lieutenant  Isaiah  F  Terry 
Assistant  Surgeon,  First  Lieutenant  William  M.  Stahl 

First  Danbury  Company 
Captain  Clarence  W.  Judson 
First  Lieutenant  F.  Ward  DeKlyn 
Second  Lieutenant  Frank  Linster 

Second  Danbury  Company 
Captain  George  J.  Schoen 
First  Lieutenant  Martin  J.  Cunningham 
Second  Lieutenant  Joseph  A.  Lynch 

Bethel  Company 
Captain  Thomas  H.  Mannion 
First  Lieutenant  William  B  Morgan 
Second  Lieutenant  Charles  fi.  Bedfent 

Redding  Company 
Captain  Herbert  S.  Barnes 
First  Lieutenant  Charles  H.  Ward 
Second  Lieutenant 
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Newtown  Platoon 
First  Lieutenant  Herman  N.  Tiemann,  Sr. 

Brookfield  Platoon 
First  Lieutenant  Gerald  B.  Curtiss 
Second  Lieutenant  Henry  B.  Hawley 

Ridgefield  Platoon 
First  Lieutenant  John  M.  Deyo 


FIFTH  MILITARY  DISTRICT 

District  Commander,  Colonel  James  Geddes 
District  Adjutant,  Captain  Chauncey  P.  Goss,  Jr. 
District  Quartermaster,  Captain  John  M.  Burrall 
District  Surgeon,  Major  Dudley  B.  Deming 
District  Intelligence  Officer,  Captain  Edward  W.  Beach 

FIFTH  REGIMENT,  C.  H.  G. 
Colonel  James  Geddes 
Lieutenant-Colonel  Alfred  J.  Wolff 
Adjutant,  Captain  Chauncey  P.  Goss,  Jr. 
Quartermaster,  Captain  John  M.  Burrall 
Chaplain,  Captain  John  N.  Lewis 
Surgeon,  Major  Thomas  J.  Kilmartin 
Assistant  Surgeon, 

Assistant   Quartermaster,    First   Lieutenant    Henry  G. 
Littlejohn 

Inspector  Small  Arms  Practice,  Captain  John  J.  O'Neil 

FIRST  BATTALION 
Major  Roberts  G.  Hannegan 
Adjutant,  First  Lieutenant 

Assistant  Surgeon,  First  Lieutenant  Edward  A.  Herr 

Company  G,  Waterbury 
Captain  Thomas  A.  Jackson 
Firsu  Lieutenant  Edward  L.  Seery 
Second  Lieutenant  James  F.  Egan 

Company  H,  Waterburv 
Captain  Levi  Wilcox 
First  Lieutenant  Alden  B.  Merrill 
Second  Lieutenant  Harry  W.  Minor 

Company  F,  Derby 
Captain  James  B.  Atwater 
First  Lieutenant  Frank  H.  Gates 
Second  Lieutenant  Lewis  M.  Parsons 

Company  A,  Waterbury 
Captain  William  R.  Keaveney 
First  Lieutenant  Alfred  G.  Germaine 
Second  Lieutenant  Arthur  W.  Robbins 
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SECOND  BATTALION 

Major  William  F.  Brainard 

Adjutant,  First  Lieutenant  Roy  S.  Wildman 

Assistant  Surgeon,  First  Lieutenant  Frank  A.  Benedict 

Company  B,  Ansonia 
Captain  H.  Mitchell  Wal'ace 
First  Lieutenant  Clifford  B.  Kearney 
Second  Lieutenant  Harold  Drew 

Company  C,  Ansonia 
Captain  John  W.  Dearborn 
First  Lieutenant  Milton  C.  Isbell 
Second  Lieutenant  Franklin  R.  Hoadley 

Company  D,  Seymour 
Captain  Raymond  T.  French 
First  Lieutenant  William  S.  Tifft 
Second  Lieutenant  Henry  C.  Kerr 

Company  E,  Seymour 
Captain  John  F.  Hackett 
First  Lieutenant  Lemuel  N.  Burhoe 
Second  Lieutenant  Phillip  H.  Squire 


THIRD  BATTALION 
Major  William  E.  Besse 

Adjutant,  First  Lieutenant  Charles  F.  McCabe 
Assistant  Surgeon, 

Company  I,  Shelton 
Captain  Robert  G.  Hodkin 
First  Lieutenant  John  B.  Dillon 
Second  Lieutenant  Martin  Winterberg 

Company  K,  Torrington 
Captain  William  W.  Bierce 
First  Lieutenant  William  F.  Hoerle 
Second  Lieutenant  Herbert  A.  McLeod 

Company  L,  Torrington 
Captain  Lyman  B.  Comstock 
First  Lieutenant  Charles  E.  Bennett 
Second  Lieutenant  Frederick  J.  Graham 

Company  M,  Torrington 
Captain  J.  Frost  Ackerman 
First  Lieutenant  Llenry  M.  Cooley 
Second  Lieutenant  Robert  E.  Perregaux 

Fifth  District  Ambulance  Company 
Captain 

First  Lieutenant  Burton  I.  Tolles 
First  Lieutenant  William  H.  Treat 
First  Lieutenant  Edward  W.  Goodenough 
First  Lieutenant 

Supply  Company 
First  Lieutenant  Henry  G.  Littlejohn 
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SEPARATE  ORGANIZATIONS 
BATTALION  A 
Captain  Henry  H.  Saunders,  Commanding 
Adjutant 

Assistant  Surgeon, 

Norfolk  Company 
Captain  Henry  H.  Saunders 
First  Lieutenant  William  A.  Spanlding 
Second  Lieutenant  Vincent  J.  Byron 

North  Canaan  Company 
Captain  J.  Clinton  Roraback 
First  Lieutenant  William  Schmidt 
Second  Lieutenant  Robert  D.  Pierce 

Winsted  Company 
Captain  Harold  S.  Case 
First  Lieutenant  Nelson  L.  Smith 
Second  Lieutenant 

New  Hartford  Company 
Captain  Charles  M.  Maxfield 
First  Lieutenant  Frank  M.  Chapin 
Second  Lieutenant  William  G.  Banfield 

BATTALION  B 
Major  Guion  Thompson 
Adjutant  Edward  L.  White 
Assistant  Surgeon, 

New  Milford  Company 
Captain  Verton  P.  Staub 
First  Lieutenant  Timothy  H.  McMahon 
Second  Lieutenant  William  B.  Pell 

Litchfield  Company   (Litchfield  Rifles) 
Captain  Hobart  Guion 
First  Lieutenant  James  L.  Kerwin 
Second  Lieutenant  Sol  C.  Wheeler 

Thomaston  Company 
Captain  William  S.  Hayes 
First  Lieutenant  James  T.  Brown 
Second  Lieutenant  Charles  E.  Smith 

Washington  Company 
Captain  Frederic  J.  Ford 
First  Lieutenant  Ralph  J.  Averill 
Second  Lieutenant  Curtis  T.  Woodruff 
Litchfield  Light  Horse  Platoon 
First  Lieutenant  George  Guion 
Second  Lieutenant  Robert  D.  Sanford 

BATTALION  C 
Major  John  N.  Brooks 

Adjutant  First  Lieutenant  W.  Clement  Kennedy 
Assistant  Surgeon,  First  Lieutenant  William  B.  Bissell 
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Salisbury  Company 
Captain  Malcolm  D.  Rudd 
First  Lieutenant  Walter  W.  Norton 
Second  Lieutenant  William  B.  Rand 

Cornwall  Company 
Captain  Edward  D.  Cartwright 
First  Lieutenant  Whiting  J.  Wilcox 
Second  Lieutenant  Charles  L.  Gold 

Sharon  Company 
Captain  Jerome  S.  Chaffee 
First  Lieutenant  Flenry  W.  Barlow 
Second  Lieutenant  Roland  Marckres 

Falls  Village  Platoon 
First  Lieutenant  Walter  K.  Stone 
Second  Lieutenant  William  L.  Carrigan 


BATTALION  D 

Major  William  H.  Sandland 

Adjutant,  First  Lieutenant  George  J.  Cooper 

Assistant  Surgeon, 

Watertown  Company 
Captain  John  H.  D.  Granniss 
First  Lieutenant  Frank  H.  Mattoon 
Second  Lieutenant  George  A.  Zeidler 

Naugatuck  Company 
Captain  Wallace  G.  Noble 
First  Lieutenant  Jeremiah  D.  Shea 
Second  Lieutenant  George  A.  Graham 

Middlebury  Company 
Captain  Allen  B.  Cook 
First  Lieutenant  William  Fromm 
Second  Lieutenant  Robert  H.  Dean 

Woodbury  Company 
Captain  George  R.  Sturges 
First  Lieutenant  Edson  Granger 
Second  Lieutenant  Harry  S.  Hitchcock 

Torrington  Transport  Company 
Captain  Frank  W.  Klein 
First  Lieutenant  Charles  G.  Agard 
Second  Lieutenant  Walter  A.  Hotchkiss 


SIXTH  MILITARY  DISTRICT 

District  Commander,  Colonel  Joseph  T.  Elliott 
District  Adjutant,  Captain  N.  Evan  Davis 
District  Quartermaster,  Captain  Arthur  D.  Chaffee 
District  Intelligence  Officer,  Captain  Samuel  Russell,  Jr. 
District  Surgeon,  Major  J.  Francis  Calef 
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SIXTH  REGIMENT,  C.  H.  G. 

Colonel  Joseph  T.  Elliott 
Lieutenant-Colonel  T.  Macdonough  Russell 
Adjutant,  Captain  N.  Evan  Davis 
Quartermaster,  Captain  Arthur  D.  Chaffee 
Chaplain,  Captain  Homer  W.  Hildreth 
Inspector  Small  Arms   Practice,   Captain   S.  Harris 
Warner 

Intelligence  Officer,  First  Lieutenant 
Surgeon,  Major  J.  Francis  Calef 
Assistant  Surgeon,  Captain  Fred  S.  Smith 
Assistant  Quartermaster  (Supply  Company),  First  Lieu- 
tenant Thomas  Hoops,  Jr. 


FIRST  BATTALION 
Major  Walter  R.  Markham 
Adjutant,  First  Lieutenant  Frank  G.  Morris 
Assistant  Surgeon,  First  Lieutenant  John  H.  Mountain 

Company  A,  Middletown 
Captain  Fred  R.  Hunt 
First  Lieutenant  Joseph  P.  Quirk 
Second  Lieutenant  Mathew  Basile 

Company  B,  Middletown 
Captain  John  A.  Broatch 
First  Lieutenant  Edward  C.  Douglas 
Second  Lieutenant  Allen  W.  Holmes 

Company  D,  Cromwell 
Captain  Reginald  H.  Stow 
First  Lieutenant  Charles  E.  Bush- 
Second  Lieutenant  Charles  E.  Corey 

Company  M,  Middlefield 
Captain  Ellsworth  C.  Hedges 
First  Lieutenant  Henry  M.  Torrey 
Second  Lieutenant  William  R.  Peterson 

SECOND  BATTALION 
Major  Frank  Brainerd 

Adjutant,  First  Lieutenant  Theodore  B.  Powers 
Assistant  Surgeon,  First  Lieutenant  John  L.  Burnham 

Company  E,  Durham 
Captain  William  C.  Fowler 
First  Lieutenant  Julius  J.  Rich 
Second  Lieutenant  Robert  L.  White 

Company  F,  Haddam 
Captain  Joseph  G.  Kitchell 
First  Lieutenant  Oliver  J.  Ryon 
Second  Lieutenant  Philip  C.  Arnold 

Company  K,  Portland 
Captain  Axel  W.  Hanson 
First  Lieutenant  George  C.  Pascall 
Second  Lieutenant  George  E.  Williams 
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Company  L,  East  Hampton 
Captain  Howard  C.  Rich 
First  Lieutenant  Norman  Purple 
Second  Lieutenant  David  M.  Bride 

THIRD  BATTALION 
Major  Harry  P.  Leland 

Adjutant,  First  Lieutenant  Charles  A.  Pelton 
Assistant  Surgeon,  First  Lieutenant  Irving  Grannis 

Company  C,  Clinton 
Captain  Oliver  B.  Swain 
First  Lieutenant  George  S.  Hull 
Second  Lieutenant  John  L.  Elliott 

Company  G,  Saybrook 
Captain  John  A.  Aver 
First  Lieutenant  George  A.  Dewell 
Second  Lieutenant  Edward  P.  McLean 

Company  H,  East  Haddam 
Captain  Norman  D.  Boardman 
First  Lieutenant  Charles  A.  Russell 
Second  Lieutenant  William  P.  Rose 

Company  I,  Essex 
Captain  Samuel  L.  Fenn 
First  Lieutenant  William  L.  Burdick 
Second  Lieutenant  James  J.  Murphy 

Sixth  District  Ambulance  Company 
Captain 

First  Lieutenant  Arthur  J.  Campbell,  Middletown 
First  Lieutenant 

First  Lieutenant  John  E.  Loveland,  Middletown 
First  Lieutenant  Frederick  W.  Devitt,  Deep  River 

Supply  Company 
First  Lieutenant  Thomas  Hoops,  Jr. 

SEPARATE  ORGANIZATIONS 
Deep  River  Company 
Captain  Harry  A.  Moore 
First  Lieutenant  Robert  Rankin 
Second  Lieutenant  Oliver  I.  Markham 

Chester  Company 
Captain  Louis  M.  Brooks 
First  Lieutenant  Ernest  B.  Moore 
Second  Lieutenant  Antonio  Capellini 


MACHINE  GUN  CORPS,  C.  H.  G. 

Major  Michael  F.  Owens,  Hartford,  Commanding 
Hartford  Machine  Gun  Company 

Captain  Richard  B.  Bulkley 
First  Lieutenant  Robert  B.  English 
Second  Lieutenant  Arthur  E.  Parsons 
Second  Lieutenant  William  S.  Gould,  Jr. 
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New  Haven  Machine  Gun  Company 
Captain  Charles  S.  Palmer 
Second  Lieutenant  Henry  W.  B.  Manson 
Second  Lieutenant  Walter  O.  Filley 

Bridgeport  Machine  Gun  Company 
Captain  Fred  S.  Allgrunn 
First  Lieutenant  Harry  A.  King 
Second  Lieutenant  Fred  C.  Irwin 

Waterbury  Machine  Gun  Company 
Captain  Ralph  S.  Benedict 
First  Lieutenant  George  C.  King 
Second  Lieutenant  Archibald  B.  Phillips 

Torrington  Machine  Gun  Company 
Captain  Louis  G.  Kibbe 
First  Lieutenant  Henry  G.  Ellis 
Second  Lieutenant  Charles  W.  Davis 
Second  Lieutenant  Harry  F.  Burgess 

Middletown  Machine   Gun  Platoon 
First  Lieutenant  Harry  R.  Spatcher 
Second  Lieutenant  Oscar  Davis 

New  London   Machine   Gun  Platoon 
First  Lieutenant  Ernest  E.  Rogers 
Second  Lieutenant  Waldo  E.  Clarke 

Plainville  Machine  Gun  Platoon 
First  Lieutenant  John  F.  Wade,  Jr. 
Second  Lieutenant  Raymond  B.  Bennett 


NAVAL  BATTALION,  C.  H.  G. 

Commander  Francis  R.  Cooley,  Hartford 
Lieutenant  Commander  Robert  D.  Chapin,  Hartford 
Surgeon,  Lieutenant  Thomas  P.  Walsh,  Middletown 
Paymaster,    Lieutenant,   Junior    Grade,    Merwin  Gray 
Hartford 

Assistant  Surgeon,  Lieutenant,  Junior  Grade,  John  F 
Axtelle 

First  Division,  Hartford 
Lieutenant  Charles  L.  Hogan 
Lieutenant,  Junior  Grade,  F.  Spencer  Goodwin 
Ensign  Alburtus  Jones 

Assistant  Surgeon,  Ensign  Michael  J.  Morrissey 

Second  Division,  Middletown 
Lieutenant  William  B.  Douglas 
Lieutenant,  Junior  Grade.  Harold  A.  Williams 
Ensign  Joseph  I.  Lawton 
Ensign  James  L.  Bauer 


ENGINEER  CORPS,  C.  H.  G. 

Captain  Charles  J.  Bennett,  Hartford 
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RESERVE  COMPANIES 
FIRST  MILITARY  DISTRICT 

Governor's  Horse  Guard 

Captain  Gilbert  Pratt  Hurd 

First  Lieutenant  Frank  L.  Purington 

Second  Lieutenant  Louis  C.  Barrett 

Alpino  Guard 
Captain  Nicholas  C.  Casciano 
First  Lieutenant  Salvatore  Diloreto 
Second  Lieutenant  Cesaro  Del  Rosso 

Sage-Allen  Company 
Captain  Joseph  J.  McWeeney 
First  Lieutenant  Edward  N.  Allen 
Second  Lieutenant  Thomas  P.  Abbott 

Dental  Corps 
Captain  George  O.  McLean 
First  Lieutenant  George  F.  Barrett 
Second  Lieutenant 

Separate  Platoon 
First  Lieutenant  John  W.  Williams 


SECOND  MILITARY  DISTRICT 

Reserve  Co.  A,  West  Haven 
Captain  William  H.  Avis 
First  Lieutenant  Edward  T.  Dupee 
Second  Lieutenant 

Reserve  Co.  B,  New  Haven 
Captain  William  W.  Buckingham 
First  Lieutenant  Jacob  Isenberg 
Second  Lieutenant 

Reserve  Co.  C,  New  Haven 

Captain 

First  Lieutenant  Arthur  E.  Lausen 
Second  Lieutenant 

Reserve  Co.  D,  Cheshire 
Captain  Richard  A.  Storrs 
First  Lieutenant  Fred  S.  Baker 
Second  Lieutenant  Mark  Bishop 

Reserve  Co.  F,  Branford 
Captain  John  Baisley 
First  Lieutenant  John  K.  Kinney 
Second  Lieutenant  Henry  C.  Gillett 

Reserve  Co.  H,  Meriden 

Captain  Charles  M.  Allen 

First  Lieutenant  Arthur  E.  Cooke 

Second  Lieutenant  Charles  W.  Bouttelle 
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Reserve  Co.  K,  Wallingford 
Captain  Fred  E.  Blake 
First  Lieutenant  Irving  H.  Raber 
Second  Lieutenant  George  E.  Steele 

Reserve   Co.   I,  Milford 
Captain  L.  Edmund  Toocker 
First  Lieutenant  Ernest  B.  Palmer 
Second  Lieutenant  Clifford  M.  Caverly 

Reserve  Co.  L,  New  Haven 

Captain  Matthew  A.  Daley 
First  Lieutenant  Philip  M.  Lynch 
Second  Lieutenant  W.  Vincent  Barry 

Reserve  Co.  M,  New  Haven 
Captain  Carmelo  Trusiano 
First  Lieutenant  Joseph  A.  Santella 
Second  Lieutenant  Rosario  Giaimo 


FIFTH  MILITARY  DISTRICT 

Waterbury 

Captain  David  Miller 

First  Lieutenant  Peter  H.  Gagain 

Second  Lieutenant  William  J.  Spain 

Ansonia 
Captain  Fred  M.  Drew 
First  Lieutenant  Clifford  A.  Pond 
Second  Lieutenant  Clifford  E.  Batchelor 

Seymour 
Captain  Edward  A.  Klatte 
First  Lieutenant  Clayton  S.  Boies 
Second  Lieutenant  Charles  H.  Jennison 

Kent 

Captain  Walter  M.  Barnum 

First  Lieutenant  Wheaton  D.  Chase 

Second  Lieutenant  Howard  Stone 

By  command  of 

Major- General  Lucien  F.  Burpee. 

Official : 

J.  Moss  Ives, 
Colonel  and  Adjutant  General. 
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